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STYLINE PASSIVE SWITCHERS/ THREE THROUGH SIX POSITION 
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SPECIFICATIONS 
OPERATIONAL ELECTRICAL 
Switching: —Interlocked manual Termination: 75 OHMS each switch 
pushbutton switches Connectors: Input: SO-239 
Output: SO-239 
MECHANICAL 


Size: Height: 1.75 inches 

Width: 7.50 inches 
Depth: 5.00 inches 

Weight: 2 pounds 

Construction: Heavy gauge steel 

Finish: Chassis: 
Baked enamel (Vicon blue) 
Cover: 
Baked viny! texture 
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